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Inbound to South Station 


Train No. 790 754 


Readville 600 10 00 


Fairmount £603 | 633 | 703 | 748 | 806 | 839 | 903 | +1003 £1203] 103 


Morton Street £607 £1007 £1207] £107 


Uphams Corner fo | 642 | 712 | 757 | 815 | 84s | 912 |f1011 #1211] #111 


SOUTH STATION 620 
























































Outbound from South Station 


Train No. 








SOUTH STATION 


Uphams Corner 


Morton Street 
Fairmount 
Readville 
























































Notes 


This schedule is effective from Monday, April 30, 2007 and replaces the schedule of January 1, 2007. 


Weekend service 


No service on Saturday and Sunday 


Holiday service 


No service on: New Years Day, Presidents Day, Memorial Day, 4th of July, Labor Day, Thanksgiving Day and Christmas Day 


Times in red indicate an f stop - Passengers must notify the conductor that they wish to get off at these designated stations. 


Passengers who wish to board at these designated stations must be on the platform in full view of the engineer. 


VIA F'LIN - operates to/from Franklin line. See Franklin line schedule for all stops. 


Readville service is also available on Franklin Line trains. Refer to the Franklin Line schedules for particular trains. 











